3CY5 


Sharp-Cutoff Tetrode 


The 3CY5 is the same as the 6CY5 except for the fol¬ 
lowing items: 

Heater Characteristics and Ratings: 


Current . 0.4501 0.030 A 

Voltage (ac or dc) at 0.450 A . 2.9 V 

Warm-up time (Average). 11 s 


Electron ic 
Components 


DATA 

9-68 





